To: Peterson, Cynthia[Peterson. Cynthia@epa.gov] 

Cc: Schmittdiel, PaulafSchmittdiel. Paula@epa.gov]; Rudy, Michael[Rudy. Mike@epa.gov]; Fagen, 

Eiizabeth[Fagen. Elizabeth@epa.gov] 

From: Sisk, Richard 

Sent: Thur 2/5/2015 11:51:41 PM 

Subject: FW: Action Memo Map - Sunnyside workings 


Cynthia - FYI here is Steve’s response. I will get a copy down to the Record Center tomorrow. 


Richard Sisk 
Attorney 

U.S. EPA Region 8 
ENF-L 

1595 Wynkoop 
Denver, CO 80202-1129 

Phone: 303-312-6638 
Fax: 303-312-6409 

E-mail: sisk.richard@epa.gov 

NOTICE: The information contained in this e-mail is intended only for the use of the recipient(s) named 
above. This message and any attachments may contain confidential or privileged information. If the 
reader is not the intended recipient or an agent responsible for delivering it to the intended recipient, you 
have received this document in error and any review, dissemination, disclosure, distribution, use, or 
copying of the contents of this message is strictly prohibited. If you have received this communication in 
error, please notify me immediately by e-mail or telephone and destroy all copies of the original message 
and any attachments. 


From: Way, Steven 

Sent: Thursday, January 22, 2015 10:37 AM 
To: Larry Perino (larry.perino@kinross.com) 
Subject: Action Memo Map - Sunnyside workings 


Hello Larry, 


Thank you for the letter commenting on the planned action at Red and Bonita. I would like to 
better understand the error you observed on the map depicting the Sunnyside mine workings. If 
there is an image that you could provide that is more accurate, please feel free to send that to me 
or otherwise we can discuss this at your convenience. 
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I look forward to hearing from you in order to correct this information. 


Sincerely, 

Steve 

Steven Way 

Federal On-Scene Coordinator 
Emergency Response Unit 
US EPA - Region 8 
1595 Wynkoop Street 
Denver, CO 80202 

Office: 303-312-6723 

Cell: 303-886-1640 
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